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RG104 E-1 Box 146 
OFFICE OF 


. THE ELECTRO-DYNAMIC COMPANY 


OF PHILADELPHIA. 
No. 224 CARTER STREET. 


Philadelphia, DUY 6th 788.7. 


Mint of the Uni ted States, 


Philadelphia. 


Gentlemen: 

We beg to acknowledge ee of your order No. 6 
under date of July 6th for wiring the seen ia ee roan of 
your Mint. We will commence work shortly if convenient 
to you. 


With thanks for the orcer, we remain 


Yours truly, 
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RG104 E-1 Box 146 ' 
OFFICE OF 


THE ELECTRO-DYNAMIC COMPANY 
OF PHILADELPHIA. 
No. 224 CARTER STREET. 


Philadelphia,.. PUY 8 2 188..8 


Mr. D. H. Fox, Superintendent, 
Mint of the United States, 


Philadelphia. 


Dear Sir: 

Our wiremen will commence work on Monday morning 
next in the Adjusting Room in accordance with our 
proposal under date of June 8th. If this time will not 
be convenient to you will you kindly let us know 
‘{omo rrow. 


Very truly yours. 


THE ELECTRO DYNAMIC CO, OF Pitita. 






NARA RG104, Entry 1, Box 146 


[Letter One: ] 


Office of The Electro-Dynamic Company of Philadelphia. 
Philadelphia, 
June 8, 1887 


To Daniel M. Fox, 
Supt. of the Mint of the United States, 
Philadelphia, Pa. 


Sir: 


We propose to furnish the wire, the moulding for concealed work, the double pole cutouts 
and do all necessary work to wire the North Room of the annex to the Mint of the US. at 
Philada. for incandescent electric lights not to exceed fifty in number for the sum of fifty (50) 
dollars. We understand that all wires are to be concealed in moulding, all brands to be supplied 
with double pole cut-outs, and the entire work to be done in accordance with the requirements of 
the Board of Fire Underwriters. 


Respectfully submitted. 

The Electro-Dynamic Company of Phil. 
per M.M. Garber 

Sup’t. 


[Letter Two:] 
[Abstract:] Ack’g the receipt of Order No. 6 July 6 for wiring adjusting room. 


Office of The Electro-Dynamic Company of Philadelphia. 
Philadelphia, 
July 6, 1887 


Mint of the United States, 
Philadelphia. 


Gentlemen: 


We beg to acknowledge receipt of your order No. 6 under date of July 6th for wiring the 
adjusting room of your Mint. We will commence work shortly if convenient to you. 


With thanks for the order, we remain 


Yours truly, 

With thanks for the order, we remain 
The Electro-Dynamic Company of Phila. 
L. T. Pool 

Genl. Manager 
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[Letter Three: ] 


Office of The Electro-Dynamic Company of Philadelphia. 
Philadelphia, 
July 8, 1887 


Mr. D.H. Fox, Superintendent, 
Mint of the United States, 
Philadelphia. 


Dear Sir: 


Our wiremen will commence work on Monday morning next in the Adjusting Room in 
accordance with our proposal under date of June 8th. If this time will not be convenient to you 
will you kindly let us know tomorrow. 


Very truly yours, 

The Electro-Dynamic Company of Phila. 
L. T. Pool 

Genl. Manager 


